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special ga - 

FROM BRITISH, USUN LEARNED SCHEDULED APRIL 4 MEETING OF 
CONTACT GROUP TO DISCUSS SUBSTANCE OF DECLARATION AND ACTION 
PROGRAM FOR SPECIAL GA DELAYED UNTIL APRIL 5. ACCORDING 
TO IRANIANS, DISAGREEMENTS WITHIN GROUP OF 77 STILL SO 
ACUTE MORE TIME NEEDED BEFORE MEETING. BRITISH ALSO 
COMMENTED FONMIN CALLAGHAN SAID IN BRUSSELS EC-9 SHOULD 
NOT FIRM UP POSITIONS ON SPECIAL GA UNTIL US MORE FULLY IN 
PICTURE. 

SYG HELD MEETING ON ORGANIZATIONAL PROBLEMS OF SPECIAL 
GA WHICH WAS ATTENDED BY CHAIRMEN OF REGIONAL 
GROUPS, REPS ALGERIA AND IRAN, AND SECRETARIAT OFFICIALS. 

ALL REGIONAL GROUP REPS (EXCEPT ASIANS) SAID RECON- 
STITUTING 28TH GA GENERAL COMITE WOULD BE ACCEPTABLE TO THEM. 

ASIAN GROUP HAD NOT YET MET AND NOT IN POSITION TO COMMENT. 
SECRETARIAT INDICATED IT HAD FACILITIES TO PROVIDE INTER- 
PRETATION AND VERBATIM DOCUMENTATION FOR PLENARY AND ONE 
OTHER COMITE UNLESS SC MET, IN WHICH CASE ONLY PLENARY WOULD 
HAVE PROVISIONAL VERBATIMS NEXT MORNING. 

(CONFIDENTIAL - OURTELS 1096,1103) 

USUN UNDERSTANDS EE'S WILL FORMALLY TABLE AT THIRD INTER-GROUP 
CONSULTATIONS MEETING APRIL 5, MARCH 15 LETTER SIGNED BY 
GDR DEP FONMIN FLORIN TO G-77 CHAIRMAN HOVEYDA (IRAN) 

FORWARDING ON BEHALF NINE EE'S (NOT ROMANIA), VIEWS ON INTERNATIONAL 
RELATIONS AND ECONOMIC DEVELOPMENT, AND REQUESTING G-77 TAKE 
THESE INTO ACCOUNT IN PREPARING FOR AND IN COURSE SPECIAL GA. 

LETTER ENCLOSED TEXTS OF JOINT STATEMENTS AND/OR DECLARATIONS 
ON REVIEW AND APPRAISLA, DDII, UNCTAD, AND PROMOTION 
OF EQUITABLE COOPERATION IN ECONOMY, TRADE, SCIENTIFIC AND 
TECHNOLOGICAL MATTERS. LETTER ALSO REFERRED TO MAINTAINING 
PEACE, NON-USE OF FORCE, DETENTE, AND REDUCTION MILITARY 
BUDGETS. 

SOVIETS MAKING ARRANGEMENTS FOR BROMYKO TO ADDRESS GA 
APRIL 1 1 A.M. LIBERIANS ADVISED THAT PRES TOLBERT CONFIRMED 
PLANS ATTEND GA. (LIMITED OFFICIAL USE -OURTELS 1092, 

1115, 1118) 

ARTICLE 19 PROBLEM- 

MISOFF LEARNED FROM SECRETARIAT OFFICIAL NICARAGUA PAID 
SUFFICIENT TO REMOVE IT FROM ART. 19 PROVISIONS BUT STILL HAS 
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OUTSTANDING CONTRIBUTIONS AS FAR BACK AS 1971 . EARLIER, 

LANG (NICARAGUA) TOLD AMB BENNETT HE JUST PAID NICARAGUA'S UN 
ARREARS AND MADE PARTIAL PAYMENT ON 1975 ASSESSMENT. LANG 
ALSO COMMENTED TO MISOFF HE 

ENCOUNTERED SOME INITIAL RESISTANCE FROM "CERTAIN ELEMENTS" IN 
NICARAGUAN BUREAUCRACY WHO ARGUING GON'S CONTRIBUTIONS 
SHOULD BE REDUCED BECAUSE OF EARTHQUAKE DAMAGE. 

URUGUAYAN REP APRIL 2 URGED HIS FONMIN PROVIDE NECESSARY FUNDS 
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SO URUGUAY WOULD NOT BE SUBJECT TO ART. 19 AT SPECIAL GA, 

MISOFF LEARNED (LIMITED OFFICIAL USE -OURTELS 1 1 12. 1 1 13) 

UNEF EXTENTION - 

AT SOVIET REQUEST, SC PRES (IRAQ) SCHEDULED INFORMAL CONSULTA- 
TIONS ON UNEF EXTENSION FOR P.M. APRIL 4. MORNING AND AFTERNOON OF 
APRIL 5 STILL SET ASIDE FOR FOMAL OPEN SC MEETINGS. 

SOVIET REP MALIK WAS SHARPLY CRITICAL OF ISRAEL'S "RACIST" 

POLICIES IN DECLINING ACCEPT TROOPS OF COUNTRIES WITH WHICH 
IT HAS NO DIPLOMATIC RELATIONS. CHALLENGING HIM, AMB BENNETT 
POINTED OUT ISRAELI POSITION BASED ON GROUNDS OF DIPLOMATIC 
RELATIONS WHICH HAD NOTHING TO DO WITH RACE. MALIK 
SUGGESTED RES EXTENDING UNEF'S MANDATE SHOULD HAVE DEALT WITH 
DISCRIMINATION PROBLEM. EGYPTIAN REP MEGUID, IN DISCUSSION 
WITH AMB SCALI, CLEARLY AGREED IN PRINCIPLE WITH SOVIET POSITION 
ON "DISCRIMINATION," THOUGH SEEMING REGARD QUESTION AS NUISANCE 
IMPEDING SMOOTH RENEWAL OF UNEF. (ISRAELI REP INFORMED USUN 
INDIRECTLY HE WOULD BE FORCED SPEAK IN SC IF SOVIETS 
FORMALLY RAISED DISCRIMINATION ISSUE.) 

MEGUID SAID EGYPTIANS DISSUADED MALIK FORM PRESSING 
FOR SC MISSION TO VISIT ME IN ORDER OVERSEE UNEF OPERATIONS. 

(CONFIDENTIAL -OURTEL 1119) 

UN CONCERNS ABOUT CYPRUS - 

OSORIO-TAFALL AND PREM CHAND SENT TELEGRAM TO UN EXPRESSING 
CONCERN OVER WHAT THEY SEE AS DETERIORATING SITUATION IN CYPRUS, 
ESPECIALLY TURKISH EMPHASIS ON FEDERATION, PROBLEMS WITH 
NATIONAL GUARD, AND WORSENING GREEK-TURKISH RELATIONS. 

USYG GUYER POINTED OUT TO AMB SCHAUFELE SITUATION COMPLICATED 
BY UNEXPECTED SOVIET INTEREST WHICH SEEMS BE BASED ON 
IDEA, CONTRARY TO THAT OF UNFICYP, THAT TURKS AND GREEKS 
PLOTTING TOGETHER AGAINST CYPRIOT INTERESTS. HE AND USYG 
URQUHART UNDERSCORED IMPOSSIBILITY AT THIS TIME OF SERIOUSLY 
CONSIDERINGPHASE III REDUCTIONS. SCHAUFELE NOTED THERE 
WOULD BE OPPORTUNITY TAKE UP CYPRUS QUESTION WITH TURKS, 
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GREEKS AND CYPRIOTS DURING GA, AND GUYER SAID HE PLANNED 
DO SO. HE APPEALED TO USG USE INFLUENCE WITH ALL PARTIES TO 
REVERSE DETERIORATION IN SITUATION, THUS HELPING PRESERVE 
INTERCOMMUNAL TALKS AND PREVENT BUILD-UP TO DANGEROUS CONFRONTATION. 
(CONFIDENTIAL -OURTEL 1 109) 

COMITE OF 24 AND PUERTO RICO - 
COMITE DECIDED APRIL 2 NOT TO GRANT HEARING AT THIS TIME 
TO PUERTO RICAN INDEPENDENTISTAS WHO INTENDED DENOUNCE ATTACK 
ON PUERTO RICAN SOCIALIST PARTY NEWSPAPER CLARIDAD. USUN 
UNDERSTANDS AUSTRALIA, DENMARK, ETHIOPIA, IRAN AND VENE- 
ZUELA WERE AMONG THOSE STRONGLY OPPOSING HEARING. 

(CONFIDENTIAL -OURTEL 1 120) 

BEGIN UNCLASSIFIED 

COMITE OF 24- 
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INDIAN REP INTRODUCED IN COMITE APRIL 3 NINE-POWER DRAFT 
RES (L.937) WHICH WOULD CONDEMN PORTUGAL "FOR ITS 

CONTINUED COLONIAL DOMINATION OF CAPE VERDE, ITS COMPLETE INDIFFER- 
ENCE TO SUFFERINGS OF DROUGHT-STRICKEN PEOPLE OF TERRITORY, 

AND ITS DELIBERATE NEGLECT OF THEIR WELFARE. " IT WOULD 

ALSO: URGE NATO MEMBERS TO IMPRESS ON PORTUGAL FUTILITY 

OF ITS COLONIAL WARS IN AFRICA AND IN PARTICULAR REJECT 

CATEGORICALLY GOP'S REPEATED OFFERS OF USE OF CAPE VERDE 

FOR NATO MILITARY PURPOSES; REAFFIRM RECOGNITION OF PAIGC 

AS "ONLY AND AUTHENTIC REP OF PEOPLE OF TERRITORY"; ASK 

ALL UN MEMBERS AND ORGANIZATIONS TO AID INDEPENDENCE STRUGGLE 

OF TERRITORY; AND DRAW SC'S ATTENTION TO 

SERIOUS SITUATION. 

IN CONTINUING DEBATE ON NAMIBIA, AUSTRALIAN REP SAID HIS COUNTRY 
WOULD SUPPORT UN-IMPOSED SANCTIONS AGAINST SA PROVIDED THEY 
WERE ALSO OBSERVED BY SA'S MAIN TRADING PARTNERS. HE 
DESCRIBED SAG S ADMINISTRATION OF NAMIBIA AS "WHOLLY ILLEGAL 
AND ILLEGITIMATE," AND SAID IT WAS DIFFICULT TO 
ESCAPE IMPRESSION SA TAKING PUNITIVE AND RETALIATORY 
MEASURES IN NAMBIA BECAUSE SC DISCONTINUED DIALOGUE WITH SAG. 
(REPEATED INFO LORENCO MARQUES, LUANDA, DAKAR, CONAKRY, 

CANBERRA) 

RHODESIAN SANCTIONS COMITE - 
MOST OF COMITE'S APRIL 3 MEETING WAS DEVOTED TO DISCUSSION 
OF CASES, AND IT WAS AGREED SEND LETTERS TO FRG, JAPAN, 

NETHERLANDS AND GREECE RELATING TO VARIOUS CASES. US REP 
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EXPRESSED CONCERN OVER LACK OF COORDINATION BY SECRETARIATS 
OF COMITE OF 24 AND SANCTIONS COMITE IM PREPARING WORKING PAPER 
ON RHODESIA CONCERNING SANCTIONS. 

HE ALSO ASKED THAT COMITE DEAL WITH ZEPHYR CASE IN NEAR 
FUTURE. IT WAS AGREED TO HEAR DONALD MORTON OF UNITED 
CHURCH OF CHRIST AND BARBARA ROGERS AT NEXT MEETING APRIL 10. 
(OURTEL 1117) 

WORKING GROUP ON CURRENCY INSTAB ILITY- 
ZIEHL (SECRETARIAT) GAVE LONG, LA 
EEEEEEEE 
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